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CONEIDENTIAL PARIS 15594 

USOECD 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, HU 

SUBJECT: UK VARACTOR DIODES TO HUNGARY 

REF: COCOM DOC (78) 1 13 

1 . UKDEL HAS NOTIFIED COMMITTEE THAT IN REFERENCE CASE 
ENTRY "600 JSC 63C VARACTOR DIODES" SHOULD READ "600 
VSC 63C VARACTOR DIODES." 

2. US HAS APPROVED THIS CASE EXCEPT EOR THE 600 DIODES. 

ACTION REQUESTED: U.S. POSITION RE THE 600 DIODES AS 
REVISED ABOVE. 

KATZ 


CONEIDENTIAL 
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